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LIMITED OFFICIAL USE STATE 175991 
E.O. 11652N/A 

TAGS: TGEN, ENRG, OTRA, UR 

SUBJECT: S&T AGREEMENT: ENERGY AREA: HYDROELECTRIC 
POWER STATIONS PROJECT 

REF: STATE 165601 

FOR SCICOUNS 

1. US PROJECT TEAM HAS MADE ALL PREPARATIONS FOR PROPOSED 
VISIT AUGUST 26-SEPTEMBER 7, AND NEEDS PROMPT CONFIRMATION 
(BY COB THURSDAY. AUGUST 15) OF SOVIET READINESS TO 
RECEIVE GROUP AND APPROPRIATE VISA AUTHORIZATION. 

2. FYI: US TEAM COULD POSTPONE ARRIVAL FOR A WEEK 
ALTHOUGH TWO OR THREE MEMBERS WOULD PROBABLY HAVE TO 
DROP OUT. IF DELAYED BEYOND THAT, HOWEVER, MOST LIKELY 
COULD NOT BE RESCHEDULED BEFORE OCTOBER, AND THEN VISIT 
MAY RUN RISK OF COMPLICATIONS FROM BAD WEATHER. END FYI. 
KISSINGER 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 
Copy: SINGLE 
Draft Date: 12 AUG 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CollinPO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 75991 

Document Source: CORE 

Document Unique ID: 00 

Drafter: RJWALD:GEM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740221-0413 
From: STATE 
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Image Path: 
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Line Count: 51 
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Review Action: RELEASED, APPROVED 
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